
ARIZONA DEPARTMENT 
OF HEALTH SERVICES 


LICENSING 


Statement of Deficiencies 

Survey Date - 2/1/2019 


CHILD CRISIS OF ARIZONA 



Facility ID: CDC18431 
License: CDC-18431 


The following deficiencies were observed at the time of the Initial inspection conducted on 02-01-2019 and are subject to 
changes pending programmatic review. 

The Written Documentation of Corrections was submitted at the time of the exit interview. 

The Empower Self-Evaluation was completed at the time of the inspection. 

The Surveyors reviewed 3 staff flies. The fingerprint clearance cards for 3 of 3 staff members were verified to be valid through 
the DPS website at the time of the inspection. 

Surveyor #1 is Barbara R. Iversen 
Surveyor #2 is Margaret Bernal 
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ARIZONA DEPARTMENT 
OF HEALTH SERVICES 

LICENSING 


Statement of Deficiencies 

Survey Date - 2/1/2019 


Findings Report Summary 


Findings for: 

Citation 1 

Corrected Date: 

02/04/2019 

Ruie/Statute: 
article 5 

Ruie Text: 

R9-5-501. General Child Care Program, Equipment, and 
Health and Safety Standards A. A licensee shall ensure 
that: 12. The facility premises, including the buildings, are 
maintained free from hazards; 

Survey Text: 

R9-5-501.A.12~ 

Findings: Based on the Surveyors' 
observations, the following hazards were 
accessible to enrolled children: Kiwi 
classroom: * There was chipped paint and 
drywall in several small areas on the walls 
next to the toilets in both restrooms. 

Findings for: 

Ruie/Statute: 

Survey Text: 

Citation 2 

article 5 

R9-5-501.A.13.a.b.~ 

Corrected Date: 

Ruie Text: 

Findings: Based on the Sun/eyors' 

02/04/2019 

R9-5-501. General Child Care Program, Equipment, and 
Health and Safety Standards A. A licensee shall ensure 
that: 13. Toys and play equipment, required in this Article, 
are maintained: a. Free from hazards, and b. In a 
condition that allows the toy or play equipment to be used 
for the original purpose of the toy or play equipment; 

observations, the following toys, materials, 
and equipment were not maintained free from 
hazards and were accessible to enrolled 
children: Kiwi classroom: * The tall floor lamp 
was unstable and tipped forward easily when 
light pressure was applied. * One wooden toy 
shelf and the wooden play refrigerator were 
unstable and tipped forward easily when light 
pressure was applied. Coconut classroom: * 
One wooden toy shelf was unstable and 
tipped forward easily when light pressure was 
applied. 

Findings for: 

Rule/Statute: 

Survey Text: 

Citation 3 

Article 5 

R9-5-512.F.7.~ 

Corrected Date: 

Rule Text: 

Findings: Based on the Surveyors' 

02/04/2019 

R9-5-512. Cleaning and Sanitation F. A licensee shall 
ensure that: 7. Toys, materials, and equipment are 
maintained in a clean condition; 

observations, in the outdoor activity area, the 
play grocery carts were dirty with brown 
smudges and an overall brown appearance. 

Findings for: 

Rule/Statute: 

Survey Text: 

Citation 4 

Article 6 

R9-5-603.C.2.~ 

Corrected Date: 

Rule Text: 

Findings: Based on the Sun/eyors' 

02/04/2019 

R9-5-603. Outdoor Activity Areas C. Except as provided in 
subsection (D), a licensee shall ensure that an outdoor 
activity area: 2. Is maintained free from hazards, such as 
exposed concrete footings and broken toys; and 

observations, in the outdoor activity area, 
there was an area of chipped/missing Stucco 
at child-level on the building wall. 


7/11/2019 8:51:32 PM 


Page 2 of 2 









